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1._ MAINTENANCE OF THE EQUIPMENT IN THE PILOT PLANT 

The maintenance of the equipment in the Pilot Plant was carried 
out according to plan and was completed on December 5th, 1980 
(Ref. 1). 

All the equipment, except for two parts mentioned below, was 
cleaned and overhauled and is ready for further trials. 

1.1. Dryer 

The inlet conveyor of the dtyer is still in the FTR workshop 
waiting to be overhauled. 

1.2. Tank for additive preparation 

The simple mechanical seal of the agitator of this tank was founc ) 
to be extremely worn. Instead of changing only the worn parts, 
it was decided to replace the existing seal by a double mechanical 
seal. 

An offer was requested from the supplier for this modification. 


2 . _ PROCESS STEPS FOR THE DENITRATION OF BURLEY STREPS 

Since December 8th, 1980 several extraction, re-application and 
drying trials have been carried out in the Pilot Plant. 

The results of these trials will be reported in the monthly report 
of January 1981. 


3_._ LABORATORY 

The device for generating! distilled water arrived and was 
installed. 


4j_ MISCELLANEOUS 

All the equipment for the RL hand! sheet-making unit arrived and 
was installed. 

The first trials were carried out by D. Borgognon (Ref. 2). 
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